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breaking. Returning to our hangar, I saw that the
engine had fallen on the wing of the ** Grand." It
had crashed through causing serious damage. I decided
not to repair the big plane and ordered it to be dis-
assembled. The " Grand " had made altogether fifty-
three flights without the slightest trouble until its
career was terminated by this strange accident.